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BILL NO. S-92-10-Ó 4 
SPECIAL ORDINANCE NO. S- / wr 2) 
AN ORDINANCE approving the awarding 
of Reference #1599 by the City of 
Fort Wayne, Indiana, by and through 
its Department of Purchasing and SPEX 
INDUSTRIES, INC. for Fort Wayne 
Police Department. 
NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 
SECTION 1. That Reference #1599 between the City of 
Fort Wayne, by and through its Department of Purchasing 
and SPEX INDUSTRIES, INC. for the Fort Wayne Police 
Department, respectfully for: 
the purchase of forensic alternate 
light source for the Fort Wayne 
Police Department; 
involving a total cost of Twelve Thousand Nine Hundred and 
по/100+ ($12,900.00), all as more particularly set forth 
in said Reference #1599, which is on file in the Office of 
the Department of Purchasing, and is by reference 
incorporated herein, made a part hereof, and is hereby in 
all things ratified, confirmed and approved. 
SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 





APPROVED AS TO FORM 
AND LEGALITY 





A uet Mt 


J. Timothy McCaulay, 





ty Attorney 


REF NO.: 1599 


DEPT.: Police Department 
DATE: 10/06/92 
ITEM/SERV.: Purchase of Forensic Alternate Light Source 


PURCHASING INFORMATION 


ADVERTISED BID: Yes 

DATES ADVERTISED: 2/11/92 & 2/18/92 
OPENING DATE: 3/2/92 

WRITTEN QUOTE: No 

DUE DATE: 

VERBAL QUOTE: No 

SINGLE SOURCE: No 

NO. OF VENDORS NOTIFIED: 2 

NO. OF VENDORS RECEIVING BID: 2 

NO. OF VENDORS RETURNING BID: i 

NO. OF VENDORS DISQUALIFIED: 1 жж 
NO. OF VENDORS NOT RESPONDING: 0 

DATE SENT TO DEPT. FOR RECOMM.: 09/25/92 
DATE RECOMM. REC'D IN PURCH.: 09/28/92 


COUNCIL INFORMATION 


DATE INFOR SENT TO LAW DEPT.: 10/06/92 
INTRODUCTION DATE:: 10/13/92 
DISCUSSION DATE: 10/20/92 
PASSAGE DATE: 10/27/92 


ORDINANCE NO.: 


AMOUNT APPROVED AND/OR SPENT LAST YEAR: 
(IF APPLICABLE) 


** ODV Inc bid was received after established bid date and time. 


Reference No. 1599 
Forensic Alternate Light Source 
F W Police Department 


DESCRIPTION 
Forensic Alternate Light Source 


FOB: 
DELIVERY TIME: 


TOTAL COST: 


QTY SPEX INC 
1 $12,800.00 
100.00 

100 DAYS 
$12,900.00 


FRONT PAGE/INVITATION TO BID 
DEPARTMENT OF PURCHASING 
CITY OF FORT WAYNE, ALLEN COUNTY, INDIANA 
ONE MAIN STREET - ROOM 350 
PHONE 219-427-1101 


BID OPENING DATE 3/2/92 BID REFERENCE # 1599 


SEALED BIDS SHOULD BE DELIVERED TO DEPARTMENT OF PURCHASING, ROOM 
350, CITY-COUNTY BUILDING UP TO 11:00 A.M. ON OR BEFORE OPENING 
DATE. 


SEALED BIDS WILL BE OPENED PUBLICLY AT 11:01 A.M. IN THE BOARD OF 
WORKS & SAFETY CONFERENCE ROOM ON THE THIRD FLOOR OF THE CITY- 


COUNTY BUILDING. "NO LATE BIDS WILL BE ACCEPTED AFTER 
11:00 A.M. FOR ANY REASON WHATSOEVER'. 


THIS INVITATION FOR BID 15 FOR — 
(1) FORENSIC LIGHT SOURCE UNIT PER SPECIFICATIONS. 


AND REQUESTED BY 


THIS BID REQUIRES A XXX 5% BID BOND, CERTIFIED OR CASHIER'S 
CHECK OF ALL BIDDERS. 
THIS BID REQUIRES A 100% PERFORMANCE BOND OF SUCCESSFUL 
BIDDER(S). 
PROMPT PAYMENT DISCOUNTS WILL BE ALLOWED AS FOLLOWS: N/A % 
IF PAID WITHIN N/A DAYS. 

PAYMENT TERMS: Net 30 


THIS INVITATION IS ISSUED TO ESTABLISH A CONTRACT TO SUPPLY THE 
CITY OF FORT WAYNE WITH A COMMODITY OR SERVICE IN ACCORDANCE WITH 
ACCOMPANYING SPECIFICATIONS. 


THE EXECUTION HEREOF BY THE BIDDER IS ACCEPTANCE OF ALL TERMS AND 
CONDITIONS HEREIN AND IN THAT REGARD THE BIDDER AGREES TO BE BOUND 


BY SAME AND BE BOUND TO THE AMOUNT OF HIS/HER BID FOR A PERIOD OF 
NINETY (90) DAYS. 


FIRM NAME  SPEX INDUSTRIES, INC. 


STREET ADDRESS 3880 PARK AVENUE 


cirTvy EDISON, NJ 08820 PHONE # 908 5497144 


BY с? Ze 
REPRESENTATIVE SISNATURE 


Debra E. Nemeth, Order Administration Mgr. 


SPECIFICATIONS FOR 
FORENSIC LIGHT SOURCE UNIT 


THE CITY OF FORT WAYNE, INDIANA IS REQUESTING BIDS FOR THE PURCHASE 
OF A FORENSIC LIGHT SOURCE UNIT FOR THE F W POLICE DEPARTMENT. 


CONTACT MELANIE HICKMAN AT (219) 427-1191 FOR ADDITIONAL 
INFORMATION. 


SPECIFICATIONS FOR DESIRED FORENSIC LIGHT SOURCE TO BE USED IN 
LATENT PRINT EXAMINATION WORK, BOTH IN THE LABORATORY AND THE CRIME 
SCENE, AS WELL AS DOCUMENT EXAMINATION. 


THE DESIRED UNIT MUST BE PORTABLE, WEIGHING NOT OVER 21 LBS, AND 
MUST BE ABLE TO OFFER GOOD RESULTS, BOTH IN LABORATORY AND AT THE 
CRIME SCENE ON PROPERLY TREATED LATENT PRINTS, BODILY FLUIDS SUCH 
A SEMEN, BLOOD, BLOODY FINGERPRINTS, GUNSHOT DEBRIS, ALTERED 
DOCUMENTS (WITH PROPER ACCESSORIES), ETC. 


1. UNIT MUST EMPLOY A XENON LAMP AS THE BASIC LIGHT SOURCE (MUST 
BE AVAILABLE IN EITHER THE 150 WATT OR 300 WATT 

CONFIGURATION), OFFERING THE ADVANTAGE OF GOOD UV OUTPUT AND 

A VERY FLAT SPECTRUM OVER THE RANGE OF 300-600 NM. 


2. THE LAMP MUST HAVE A OPERATIVE LIFE (AND BE WARRANTED FOR) А 
MINIMUM OF 1,000 HOURS OPERATION AND BE EASILY REPLACEABLE BY 
THE USER. 


3. OPTICAL COMPONENTS MUST BE MANUFACTURED OF HIGH QUALITY QUARTZ 
TN ORDER TO GIVE THE МАХ [МИМ OUTPUT OVER THE BROADEST SPECTRAL 
RANGE AND HAVE LONG OPERATIONAL LIFE. 


4. CONTINUOUS SELECTION OF WAVELENGTH (NOT ONLY AT THE PRIMARY 
OPTICAL FILTER POINTS) MUST BE OFFERED BY THE SYSTEM SO THAT 
ANY WAVELENGTH OVER THE RANGE FROM 390-530 NM CAN BE SELECTED 
AS A PEAK WAVELENGTH FOR FLOURESCENT ACTIVATION IN THE SAMPLE. 
THE AVAILABLE UV RANGE MUST BE FROM 270-380 NM, BUT NOT 
TUNEABLE. THE WAVELENGTH OF EACH BAND (EXCEPT THE ULTRA- 
VIOLET) MUST BE SHIFTABLE TOWARD THE SHORTER WAVELENGTHS (DOWN 
TUNING) FOR THE PURPOSE OF REMOVAL OF COLORED AND PATTERNED 
INTERFERING BACKGROUNDS SUCH AS THE NAME OF BANKS ON CHECKS, 
WHICH MIGHT BE INTERFERING WITH A LATENT PRINT, ETC. LIGHT 
OUTPUT FOR LATENT PRINT AND GENERAL CRIME SCENE WORK MUST BE 
DELIVERED THROUGHT A MINIMUM OF STX FEET OF FLEXIABLE LIQUTD 
LIGHT GUIDE CADLE WITH FOCUSING OPTICAL ATTACHMENT TO GIVE 
THE MOST THE MOST UNTFORM POSSIBLE ILLUMINATION. FIBRE OPTIC 
CABLES ARE NOT ACCEPTABLE FOR THIS PORTION OF THE LIGHT 
DELIVERY SYSTEM. FILTERS USED WITHIN THE INSTRUMENT MUST HAVE 
NO MORE THAN A 40 NM BAND WIDTH IN THE TRANSMISSTVE WINDOW. 
ON EITHER SIDE OF THAT WINDOW, A CUTOFF CAPABILITY 
SUFFICIENTLY SHARP THAT THE LIGHT REJECTED ON EITHER SIDE OF 
THE TRANSMISSION WINDOW, WILL BE AT LEAST (100 MILLION TIMES 
LESS THAN THE LIGHT TRANSMITTED FOR FLUORESCENCE ACTIVATION. ) 


10. 


11. 


12 


13. 


BARRIER FILTER HOLDER WITH THREE FILTERS AND CAMERA ATACHMENT, 
USEFUL IN REDUCING BACKGROUND INTERFERENCE. 


ONE PAIR OF GOGGLES FITTED WITH SHARP CUTOFF FILTERS (550 NM). 


AN IN-DEPTH METHODOLOGY AND USER HANDBOOK OFFERING TRAINING 
AND INSIGHT INTO THE TECHNIQUES OF A UV FLUORESCENCE IN LATENT 
PRINT EXAMINATION, GENERAL FORENSIC SCIENCE, AND DOCUMENT 
EXAMINATION WORK. 


ADJUSTABLE LIGHT GUIDE HOLDER WITH STAND WHICH CAN BE FIRMLY 
ATTACHED O A TEMPORARY BASIS TO THE LEG OF THE TRIPOD FOR 
HOLDING THE LIGHT GUIDE AT ANY DESIRED ANGLE TO ACTIVATE A 
PARTICULAR AREA OF INTEREST. 


POLYSTYRENE TRAY FOR LOW TEMPERATURE PHOTOLUMINESCENE 
TECHNIQUES REQUIRING LIQUID NITROGEN. UNIT MUST HAVE BUILT- 
IN HANDLE FOR EASY CARRYING AND BE SUPPLIED WITH A STURDY 
PLASTIC CASE WHICH WILL HOLD THE UNIT AND ALL BASIC MAJOR 
ACCESSORIES. THE HANDLE FOR THE FORESINC LAMP SHALL ALSO ACT 
AS THE HANDLE FOR THE CASE IN ORDER TO ACHIEVE THE MOST 
COMPACT UNIT FOR TRAVEL. 


OPTIONAL BATTERY POWER OPERATION MUST BE AVAILABLE AND THE 
NECASSARY INVENTOR, PULSE STARTING NETWORK, AND CONTINUOUS 
OPERATING PORTABLE POWER SUPPLY MUST BE AVAILABLE AS AN 
OPTION, IF DESIRED. THE BATTERY AND CHARGER WILL BE ACQUIRED 
INDEPENDENTLY. 


OPTIONAL INFRARED LIGHT OUTPUT VIA SEPARATE FIBRE OPTIC BUNDLE 
(IN ORDER TO TRANSMIT THE MAXIMUM INFRARED) WITH FOCUSING 
OPTICS MUST BE AVAILABLE AS A OPTION OF DESIRED, AND MUST BE 
RETROFITTABLE TO PREVIOUS INSTRUMENTS THAT MIGHT BECOME 
AVAILABLE TO THE USER. 


AN OPTIONAL FILTER CASSETTE WITH UP TO 10 FILTERS WITH ADAPTOR 
FOR USE ON EXTERNAL CAMERA FOR QUICK BARRIER FILTER 
INTERCHANGE | MUST ALSO BE AVAILABLE AS AN OPTION WITH THIS 


EQUIPMENT. 


AN OPTIONAL QUARTZ ROD OUTPUT TUBE MUST BE AVAILABLE TO 
REPLACE THE GEL-FILLED LIGHT GUIDE CABLE SO THAT NEARLY THE 
FULL POWER OUTPUT FOR THE OPTICS CAN BE OBTAINED TO INCREASE 
THE POWER OUTPUT APPROXIMATELY 30% OVER THAT OBTAINABLE 
THROUGHT THE LIGHT GUIDE. 


QUOTED BY: S5 Cx Ind, Гос. 


DELIVERY timp: /OO "Qus ARO 
TOTAL: |... LZ, GOO. ge FOB DELIVERED 


FOB: FORT WAYNE 
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| QUOTATION ' | 


BEEN 
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Guotation Valid Fors e days 

Ali prices are FUE 11 
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$15,800.02 $iz 
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. Edison, МАР, 
= S Кан: (908) 1253 








4 шугу 


Your inguiry Number: Loos Quotation Number: 85215 
Delivery: Ü cof Order / РА 








dictation vali f 

All prices are FOR Edison, NJ 

Terms X ditione Attached 
Tot 


. DEPT DF FURCHASING ROOM 3520 
CITY QF FORT WAYNE ~ ALLEN COUNTY 
ONE MAIN STREET 

FORT WAYNE 











Sub-Tatal Bic. a OE 
Shipping Charge* 100.0¢ 
TOTAL PRICE FOB DESTINATION $12,900.0¢ 


SPECIAL INTRODUCTORY OFFER. 





Specialist. 


*Spex Industries prices are FOB Edison, NJ. То comply with your request for 
FOB destination pricing, we have included a Shipping Charge (Based on UPS 
Ground/Insured) of $100.00. Shipping charges are normally prepaid and added 
to invoice as a separate line item. (Shipping Charges are to be billed at 
Actuals; not to exceed $100.00 as quoted.) 


NOTE: The infrared option was not quoted as per telephone conversation with 
David Young on 02/20/92. 


The portable forensic light source that meets your requirements 





Today and Tomorrow! 


The SPEX CrimeScope is the ultimate in flexibility and sensitivity for all your forensic light source needs. 
For the detection of latent finger prints and body fluids to document examination. CrimeScope delivers 
results. Tunable throughout a broad wave length range, CrimeScope maximizes the contrast for any 
sample. Control of the CrimeScope is through a hand-held module to easily and remotely select a specific 
wavelength or scan over a range to find the best contrast for your sample. Complete tunability also means 
that CrimeScope won't become obsolete: It will adapt to any new dyes or techniques that may be 
developed in the future. The unique optics of CrimeScope also provide UV output below 300 nm, so you 
won't need a separate light source. 


These features, and more, make CrimeScope the ideal light source -- at the crime scene or in the lab! 


The SPEX CrimeScope is the only system to deliver: 


° Total flexibility for any sample or dye 

« Complete tunability from the UV through the visible for maximum contrast enhancement 
• Remote control of the light source for fingertip operation 

e Automatic tuning to the most common wavelengths for fast, effective investigations 

e Optional high power visible output at selected wave lengths 

e Optional IR output 

• Affordable price 

e Manufactured in the USA 

e Also available in a manual version 


SPEX's 25 years of experience in fluorescence delivers the most versatile, highest performance, 
easiest-to-use portable forensic light source for the detection of latent fingerprints, blood, semen, fibers 
and documents. 


WARRANTY: 

For any item sold by Seller to Buyer or any repair or service, Seller 
agrees to repair or replace, without charge to Buyer for labor or 
materials or workmanship of which Seller is notified in writing before 
the end of the applicable period set forth below, beginning from the 


date of shipment ог completion of service or repair, whichever is 
applicable: 
(a) Chemical products, laboratory apparatus and new equipment - 1 
year with the following exceptions: 

(i) Computers and their peripherals. 

(ii) Alumina, tungsten carbide, agate and zirconia grinding vials. 


(iii) Solution standards are guaranteed accurate to +/- 0.5% of the 
labeled concentration for one year. 
(iv) Glassware and glass products. 
(b) Repairs, replacements, or parts - the greater of 30 days and the 
remaining original warranty period for the item that was repaired or 
replaced. 


(c) Installation services - 90 days 
(d) The above warranties do not cover components manufactured by 
others and which are separately warranted by the manufacturer. Seller 


shall cooperate with Buyer in obtaining the benefits of warranties by 
manufacturers of such items but assumes no obligations with respect 
thereto. 

All defective items replaced pursuant to the above warranty become the 
property of Seller. 

This. warranty shall not apply to any components subjected to misuse 


due to common negligence, adverse environmental conditions, or 
accident, пог to any components which are not operated in accordance 
with the printed instructions in the operation manual. Labor, 


materials, and expenses shall be billed to the Buyer at the rates then 
in effect for any repairs or replacements not covered by this 


warranty. 
This warranty shall not apply to any Spex manufactured components that 
have been repaired, altered, or installed by anyone not authorized by 


Spex in writing. 

THE ABOVE WARRANTIES AND ANY OTHER WARRANTIES SET FORTH IN WRITING 
HERIN ARE IN LIEU OF ALL OTHER WARRANTIES OR GUARANTEES EXPRESSED OR 
IMPLIED, INCLUDING WARRANTIES OF MERCHANTABILITY, FITNESS FOR PURPOSE, 
OR OTHER WARRANTIES. 

The above shall constitute complete fulfillment of all liabilities of 
Seller, and Seller shall not be liable under any circumstances for 
special or consequential damages, including without limitation loss of 
profits or time or personal injury caused. 

The limitation on consequential damages set forth above is intended to 
apply to all aspects of this contract including without limitation 
Seller’s obligations under these standard terms. 


Prescrlbod by tha State Board of Accounts - Form lio, 35 (Ravised 1987) 


BID, OFFER OR PR QOPOSAL FOR SALE OR LEASE OF MATERTALS 


(Ое Тае at 1.0. 56-1-2-2.5) 
(Please Гуро or print) 





vto: February 28, 1992 


2. County: State of New -New Jersey 
5. Bidder (Firm): SPEX INDUSTRIES INC. 
Addrass: PARK AVENUE . 
City/State: “EDISON, NEW JERSEY 08820 


A. telaphono Numbers ( 908 ) 549-7 144 
5. Agant of Bldder (If appllcobls): N/A 


Pursuant to notices givan, tha undersigned offers bldls) to City of Ft. Wayne eo- 
arnmantal Unit) In accordance wlth tha following attachmant(s) which specify the class or [lem number or 


daseription, quantity, unit, un!t price and total amount, 








The contract wilt ba awardad by classes or | tens, In accordance «lth spacifiestiens, Any changes or 
alterations In tho Items расї Тад wit! render such bid vold ns to that class or item., Bidder promisas that 
ho has not olfornd nor racelvad a less price than the price stated In hls bid for the matarlals tncetudad tn 
sald bid. Blddor further agrees that he will not withdraw his bld from tho of flen In which It Is filed. A 
cartlfled chack or bond shail be flled with each bid If required, and 11590111 улог branch shall be enforcer 
able upon tha contract, tha bond or certified check or both as the case may 













Debra E. 


BID OFFER OR PROPOSAL 


Attach separata shaat listing aach Itom bid based on spaclficatlons published by qovarn!ng body. 
Following Is an axampla of thn bid format: . 





Class or itom ТЕТИДА] йт Descripilon Unit Price Amount 


NOH-COLLUSION AFFIDAVIT 


STATE OF IOIA) O STATE OF NEW JERSEY 


, COUNTY ) Middlesex County 


The undersigned bidder or agent, being duly sworn on oath, says that he has not, noc hes any other 
member, representative, or agent of the firm, company, corporation or partnership represented by him, 
entered Into any combination, collusion or agreement with any parson relative to the price to bs bid by 
anyana at such letting noc to prevent any parson from bidding nor to Induce anyone ta rafraln from bidding, 
and that this bid Is mada without cafarence to any other bld and without any agraamant, understanding or 
combination with any ofhar parson In rafarenca to such bldding. 





Hn fur thar says that no parson or persons, (Тете, nr corporation has, heave or wilh cacalva directiy 
or Indirectly, any rabata, foo, gift, comnission or thing of valua on account of such sale, 


SPEX INDUSTRIES 


ddar (Firm 


INC. 







Signature of Bidder or[Agent 


= Z 
Subscribed and sworn to before me this _ 2 ____ day Of SE ^ 
My Commlsslon Cxpir ns: 7 / 294 hasas 0 lanan’ 
¥ H»tary l'ubllc 


count BARBARA-D. ROWAN 4,22 

NOTARY PUBLIC OF NEW JERSEY _ Феде е, > Guan) 

My Commission Expires June 9, 1994 | Notary Public Printed кы 
ACCEPTANCE 





There now раї пд sufficient unobligatad appropriated funds avallobla, the contracting authority of 
(Governmental Unit) hereby accepts the terms of the attached 519 for 
classas or | tems numbered and promises to pay the undersigned biddar upon delivery thn price 
quotad lor the matarials stlpulstad-In sald old. 
Osta: 





Contracting кес у Members: 


ہہ ا ر س А‏ - 





Bidder/Vendor 


Anti-apartheid Certification 


The undersigned, on behalf of ; does 
hereby make the following representations. to the City of Fort 


Wayne, Indiana. 


WHEREAS, it is acknowledged that the Common Council of the 
City of Fort Wayne, Indiana, has passed an ordinance condemning the 


apartheid policies of the country of South Africa; 


WHEREAS, council's ordinance requires that all person, firms, 
or corporations submitting bids to the City, for goods and 
services, certify, as part of the bid, that such entity does not 
support the policies of apartheid on South Africa. | 


The undersigned states, on behalf of 


, that ШР РРА 


does not support or endorse the policy of apartheid 
in South Africa 


IN WITNESS WHEREOF, this certification has been 


signed this ac vf days of 24 , 18 25 


Мате of,Bidder/Vendor 


ORDER ADMIN. MEK. 









Name and Title of Person Signing 


CERTIFICATION OF NON-SEGREGATED FACILITIES 


Each Bidder is required to file a fully executed Certificate 
of Non-Segregated Facilities once a year. 


CERTIFICATION OF NON-SEGREGATED FACILITIES 


The Bidder certifies that he does not maintain or provide for 
his employees any segregated facilities at any of his 
establishments, and that he does not permit his employees to. 
perform their services at any location, under his control, where 
segregated facilities are maintained. The Bidder certifies further 
that he will not maintain or provide for his employees any 
segregated facilities at any of his establishments and that he will. 
not permit his employees to perform their services at any location 
under his control where segregated facilities are maintained. The 
Bidder agrees that a breach of this certification will be a 
violation of the Equal Opportunity clause in-any contract resulting 
from acceptance of this bid.. As used in this certification, the 
term "segregated facilities" means any waiting room, work area, 
restrooms and washrooms, restaurant or dressing areas, parking 
lots, drinking fountains, recreation or entertainment ares, 
transportation and housing facilities provided for employees which 
are segregated by explicit directive or are. in fact segregated on 
the basis of race, color, religion, or national origin, because of 
habit, local custom, or otherwise. The Bidder agrees that (except 
where the Bidder has obtained identical certification from proposed 
subcontractors for specific time periods) he will obtain identical 
certification from proposed subcontractors prior to the award of 
subcontracts exceeding $10,000 which are not exempt from the 
provisions of the Equal Opportunity clause and that he will retain 
such certifications in his files. 


NOTE: THE PENALTY. FOR MAKING FALSE STATEMENTS IN OFFERS IS 
PRESCRIBED IN 18 U.S.C. 1001. 







Dat 






Name of Bidder 
By: 
Title: S£: —— 


Official Address: (including zip code) 


Il o C Avt- | 


Ay EON ( 2-0 


. Read the first time in full and on motion by = === ' 
seconded.by |. U , and duly adopted, read the second time by 
title and referred to the Committee on 222 (and the 
City Plan Commission for recommendation) and Public Hearing to Бе held after 
due legal notice, at the Common Co 
Building, Fort Wayne, Indiana, o 
of , 19 


‚ at oZ М., E.S.T. 
DATED: LO- B-F 2 KL . IFES 


SANDRA E. KENNEDY, CITY CLE 


Read the third time in full and on motion by „е шга, , 
secondet bY , and duly adopted, place its passage. 

















PASSED Lose by the following vote: 
AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES _ _7__ _____ _____ / 
BRADBURY __ Lem _ 
EDMONDS . _ — — _ 
GiaQUINTA  — — — 
HENRY — ^  — ш КИИНЕ ПНЕ o 
LONG — шш c _ 
“— 
LUNSEY _ 
RAVINE — 
SCHMIDT _ = 
— 
TALARICO __ | 






DATED: SO -X 7-72. < Z . 
a. C 


passed and adopted by the Common Council of the City of Fort Wayne, 





Tndiana, as (A AL) 


(SPECIAL) (ZONING) ORDINANCE RESCOLULION NO. < / 28 Z 22) 


on the ь2 720 day of Сс —— LA _ 19 <= 


(SEAL) 
<< РА 





e EIL C 2 es v^ 
SANDRA E. KENNEDY, CITY CLERK 3 
TEDS CITY OBE PRESIDING OFFICER — 


< A Lo, ^ne to. the Mayor of the City of Fort Wayne, Indiana, on 


the 2B day of А2) , 19 LS» 
at the hour of eoo o'clock MD. QM., E.S.T. 









Approved and signed by me this 2. 2X day < ' 


19 ۹2 , at the hour of $15 o'clock ., E.S.T. 
VAA 


PAUL HELMKE, MAYOR 


DIGEST SHEET 


TITLE OF ORDINANCE: Special 

DEPARTMENT REQUESTING ORDINANCE: Purchasing 

SYSNOPSIS OF ORDINANCE: An ordinance approving the purchase of 
Forensic Alternate Light Source. The cost reflects the single 


valid bid response received and should be awarded to Spex Inc in 
the amount of $12,900.00 */-. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: The forensic alternate light source is used to 
aid in the detection of latent fingerprints on items of evidence. 
In addition, a light source will assist jn the processing of body 
fluids, etc. found а the crime scenes. 


IF REPLACEMENT, WHAT NECESSITATES: -72 -7/2 - 2 3 


EFFECT OF NON-PASSAGE: The F W Police Dept will be unable to 
enhance the ability to identify evidence by 2-3 times the present 
capabilities. In addition the Police Dept would not have increased 
identification of latent prints on narcotics evidence by 30-40%. 


PRIOR APPROVAL REQUESTED: NO DATE: 
MONIES INVOLVED: Spex Inc $12,900.00 +/- 
PRICE AGREEMENT: NO 

PURCHASE ORDER: YES 

ACCOUNT INFORMATION: 150-014-VINS-4441 


F W POLICE DEPARTMENT 


PRIOR APPROVAL: DATE: 
(IF APPLICABLE) 


BILL NO, $-92-10-03 


REPORT OF THE COMMITTEE ON 
FINANCE 


MARK E. GiaQUINTA, CHAIR 
DONALD J. SCHMIDT, VICE CHAIR 


EDMONDS, RAVINE 








WE, YOUR COMMITTEE ON FINANCE TO WHOM WAS 
REFERRED AN (ORDINANCE) (SBOGNMSWREGN) approving the awarding . 


of Reference #1599 by the City of Fort Wayne, Indiana, by and |. . 
through its Department of Purchasing and SPEX INDUSTRIES, INC. for 


Fort Wayne Police Department a 




















HAVE HAD SAID (ORDINANCE) (BEXSOXMMRRGN) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 
(ORDINANCE) ( BESODEDION) = 








DO NOT PASS ` EBSTAIN NO REC 


DATED: JO ~a в 


Sandra E. Kennedy 
City Clerk 


